= WIPO 
= 


WORLD 
INTELLECTUAL PROPERTY 
ORGANIZATION 


RTM 


ENDED TRADEMARK - USPTO (USA) 


210 Serial number 
86704180 

551 Kind of mark 

Individual 

550 Type of mark 
Combined 

511 Nice classification - NCL 
10, 44 


540 Reproduction of the mark 


541 Reproduction of the mark where the mark is represented in standard characters 


RTM 


NAMES AND ADDRESSES 


730 NAME AND ADDRESS OF THE APPLICANT OR THE HOLDER 


Name 
RTM Vital Signs LLC 
Kind 
Legal Entity 


220 Application date 
July 24, 2015 

141 Termination date 
October 7, 2019 


740 NAME AND ADDRESS OF THE REPRESENTATIVE 


Name 
Garrett Ari Barten 

Kind 
Attorney 


- Address 
439 Dreshertown Road; 
19034 Fort Washington; PA 


Country 
USA 


750 ADDRESS FOR CORRESPONDENCE 
Name 


GARRETT ARI BARTEN 
Address 


Christopher & Weisberg 


P.A.; 1232 N. University Drive; Plantation, 
FL 33322 


CLASSIFICATION 


511 THE INTERNATIONAL CLASSIFICATION OF GOODS AND SERVICES FOR THE PURPOSES OF THE REGISTRATION OF MARKS (NICE 


CLASSIFICATION) AND/OR LIST OF GOODS AND/OR SERVICES CLASSIFIED ACCORDING THERETO 
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= WIPO 
= 


WIPO 


WORLD 
INTELLECTUAL PROPERTY 
ORGANIZATION 


- 10 
medical devices for monitoring vital signs 

44 
medical services, namely, real-time patient vital-signs monitoring * providing an internet website for medical professionals and medical patients featuring medical information from remote 
locations via electronic patient monitoring devices that feed information to the web site that can be accessed in real-time by medical professionals for purposes of monitoring and diagnosing 
medical conditions 


532 NATIONAL CLASSIFICATION OF THE FIGURATIVE ELEMENTS- US DESIGN CODES 


17.07.25 

Other measuring instruments and markers, including seismographs, Geiger counters and windsocks 
26.17.10 

Zig-zag line(s) 
27.03.05 

Representations of objects forming letters or numerals, including punctuation 


IP OFFICE - USPTO (USA) 


UNITED STATES 
PATENT AND TRADEMARK OFFICE 


USPTO 


Official status 
Dead/Abandoned 

Status date 
October 7, 2019 

Country of filing 
USA 


Disclaimer: Global Brand Database does not ensure the correctness nor the completeness of the information. 


FURTHER INFORMATION 


270 Application language 

en 

571 Description of mark 

The mark consists of a red, orange, yellow, green, blue and purple 
electrocardiogram waveform with the letters "RTM" disposed in the middle 
of the waveform. 
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